This report is required by taw (7 USC 2143). Failure to report accorctinQ to the regiriations can 
result in an order to cease and desist and to be sut^ect to penalties as provided to in Section 2150. 
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PACIUTY (List an locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held tor these purposes. Attach additional 


PACHJTY LOCA 


See Attached Listing 


REPORT OF ANMIALSUSED BY OR UNDER CONTROL OF RESEARCH FAClLfTYfAflech adtHOon^ shuts if naoBsaefy or um APHIS FORM 7023A ) 


A. 

Animats Covered 

B. Numberof 
animals being 
bred. 

By The Animal 

conditioned, or 

Welfare Regulations 

held tor use in 


teaching, testing, 
expertmenti, 
reeeer^.or 
surgery but not 
yet used tor such 
purposes. 


animals upon 
which teschlng, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 


Numoer or ammaie upon 
which expariments, 
teaching, reseerch. 
surgery, or teets were 
coriduM involving 
accompanying pain or 
dstresa to the anin^^s 
and torvuhi^^^opriate 
anesthetic, anaigeeic, or 
tranquHizIng dru^ were 
used. 



Steller Sea Lion 


Harbor Seal 



1) ProtoesionaWy acceptable standards govemtog the care, treetmenL and use of animals, including appropriate use or anesthetic, analgesic, and tranquiHzing drugs, prior to. during, 
and foltowing actual resaarch. teaching, tasting, surgsry. or eiverlmantation wars toltowsd by this research todlity. 

2| Each prindpai investigator has considered altsmativssto painful procedures. 

3) This facility is adhering to the standards and regulations under the Act , and it has required that exceptions to the stvidards and regulations be specifisd and wq^ned by the 
principal Investigator and approvsd by the instHuttonai Animal Care and Use Committee (lACUC). A eummery of all the eiteeptlene la att ach ed to this ennuM report. In 
addition to idontifying tho lACUC-epprovod excopttons. this summary inctudos a bri^ explanation of the exce^ons. as wel as the species and number of animals affected . 

4) The attencHng vetoiinarian tor this rsssarch facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care end use. 



(b)(6), (b)(7)(c) 


APHIS FORM 7023 

(AUG 91) 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL ^ .. 
(Chlof Exacirtlv* Offlcw o r Legally Raaponslbla InatltiiUonal official) 

' —'‘“ “—**he above Is tiuo, conect, andcomplole (7 U.S.C. Section 2143) 


NAME a TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




b)(6), (b)(7)(c) 



fReptocM VS FORM 1S-23 (Oct M), which le c 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result man order to ceaae and deaiat and to be subiect to penalties as provided for In Secflon 2150. 


UL 

ANIMAL AND PUINT HEALTH INSPBrnON 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse Side for 
additionai infwmation. 



indudit 2^ Cod») 

S.A.A.M.S. 
P.O. Box 1329 


intoragency Report Control No 
0180-OOAVKN 


FORM APPROVED 
0MB NO. 0579^)036 


PACIUTt (NamB and Addnss, as ngistwad wUh USOA, 


Seward AK 99664 (907) 224-6300 


REPORT OF ANMALS U» BY OR UNDER CONTROL OP RESEARCH FACILITY (Attach addttbna/ dmats ifnacaaavyorum this form.) 


Animals Covered 
%The>Viinial 
WsdWe Regttelions 


Antals being 
bred. 

condHtoned.a 
held for use in 


animals upon 
s^ich teaching, 
research, 
SMperbnants. or 
tostswere 
conducted 
involving no 
pain, distress, or 
use of pain* 


0. Number 

Mhkh axpertments. 
teachmg, research, 
surgery. Of tests were 
conduetadlmrolvmg 
accompanying pain or 
dtstrSas to the artmats 
and forv4tich approphate 
anesthetic, analgaa^ or 
Iranquili^ng drugs were 


Number ot animais upon wmcn leecnng, 
Mperiments, raseerch, surgeiy or tosta were 
conducted involving accompanying pain or dMreat 
to the animala and for which the uaa of ippropriata 
anaathatkr,analgailc, or ftanquHMng drugs would 
have advaraaly aftscted the proceduree, results, or 
interpretation of tha taacNng, reaaarcH. 
sxparimants, surgery, or tests. (Anaxplanalfortof 
the prooecforea procfocfog pafo or d/sPaas /n lhasa 
animals utd tha reasons sud) drugs wera not uaad 
must ba adached to this raport) 



Field, NOAA Permit 881-1890-02 


Steller Sea Lion 


ASSURANCE STATEMINTS 


1) rY o foe ilonaSy ac cept a b le atandvds governing tot cars, treatment, and use of ammsis, mduding appropriate use of anesthetic, analgesic, and tranqurlztog drugs, prior to, during, 
and foBowing actual research, teachii^, testing, surgery, or experimen ta tion were followed by this resoarcti focBity. 

2) Each prlndpaiinveatigator has considered altemativee to pemfol proceduree. 

3) This facility Is adhertng to the standards and regulations under the Act , and it has required that exceptions to the standards and regulations ba spedflad and explamad by tha 
principal investigator and approvad by the Institutional Animal Cara and Usa Committee (lACUC). A aummaiy of sN the iKceptIme la a tt ach ed to IMe annual report. In 
addition to identifying the lACUC-approved exceptions, this summary Indudee a brief explanation of toa exceptions , as wen as tha species and number of animals affected . 

4) The atlendmg veterinarian for this research fodlity has appropriate authority to ensure the provisiort of adequate veterinary care and to oversee the adequacy of otoar 
aspects of animal care and usa. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL iQ| 

(Chiaf Executlv* Ofncw- or Ltgally RMpotwIble Institutional official) 

“•»* the above l« trus, oonsct, and compMa (7 U.S.C. Ssctlon 21 43) 


AME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




b)(6), (b)(7)(c) 



(AUG 91) 


pet asL aMdi la oteoMa 
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